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Work on the Lechmere Viaduct to restore the 
historic structure is now substantially complete! 
The completed project allows the viaduct to handle 
heavier loads, extends infrastructure service life, and 
reduces maintenance costs while also preserving the 
aesthetics of the historical structure. 


Lechmere Viaduct Rehabilitation 
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1,700 ft of Structural Renewal Underway (12 Spans) 
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Trackwork Signal Power Concrete & Structural 
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Lechmere Viaduct Rehabilitation: Strengthen and preserve the 110-year-old viaduct to sustain heavier loads 
& increased capacity 

















v This Week | The Lechmere Viaduct Rehabilitation project reached substantial completion, 
with track, signal, power, and structural upgrades ready for service to begin on March 21* 


¢ Lookahead | Minor cosmetic touchups will continue on the Viaduct and at Science Park 
*Schedule subject to change with weather conditions and tn 
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Capital Transformation Programs 
Massachusetts Bay Transportation Authority (MBTA) 


